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4 June 1981 


MEMORANDUM FOR: Chairman, DCI Area Building Planning Subcommittee 
SUBJECT : O/Comptroller Facilities Requirements 


REFERENCE : Memo to Bidg Planning Committee Members from Chief, 
. Building Planning Staff, Subject: Project Organization 


Per your request, the following are the Office of Comptroller's 
responses to paragraph 4 of the reference memorandum. 


4eae ey oe NA 
STAT 4.b. -- Current Ceiling 

Actual 
1987 
2000 

4.c. -- Current machine support - 1 Delta Data, 1 Tektronix 
1987 — 2000 forecast ~ 3 Delta Datas, 1 Tektronix, 

1 mini computer 
4.d. — NA 


_ STAT 


Executive Officer 
Office of the Comptroller 
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